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Message Text 

CONFIDENTIAL 

PAGE 01 CAIRO 00994 181443Z 
ACTION SY-05 

INFO OCT-01 ISO-OO OC-06 CCO-OO OCL-OO /012W 

181623Z 080075/53 

R 181334Z JAN 77 
FM AMEMBASSY CAIRO 
TO SECSTATE WASHDC 739 
INFO AMEMBASSY ATHENS 
AMCONSUL CASABLANCA 
AMCONSUL KARACHI 

CONFIDENTIAL CAIRO 0994 

DEPARTMENT FOR A/SY/OPS/T AND OC/S, ATHENS FOR ATO, 

CASABLANCA FOR RTC, KARACHI FOR RCO AND RSS 

E.O. 11652: GDS 
TAGS: ASEC 

SUB J : COMM AREA ALARMS - CAIRO 

1 . INTEND TO USE TWO ADVISOR VI SYSTEMS FOR CCC AREA 
WITH PROTECTION CONCETRATED ON ENTRANCE AREAS AND 
PERIPHERY OF ENCLOSURE. NONUSE OF CONDUIT WILL NOT 
HAVE NEGATIVE EFFECT ON ESTHETICS OF EITHER AREA. 

CONDUIT WILL BE USED FROM CONTROL UNIT TO POINT INSIDE 
CHANCERY BUILDING AND THEN CABLE WILL BE SURFACE- 
MOUNTED WITHOUT CONDUIT DIRECT TO MSG DESK. WILL USE 
EXISTING PDI 803 MONITOR IF WELLS FARGO MODEL UNAVAIL- 
ABLE. HAVE SUPPLIED POST WITH MATERIAL LIST FOR 
CONDUIT. 

2. IF MATERIALS AVAILABLE, WILL MAKE INSTALLATION 
EARLY MARCH IN CONJUNCTION WITH MSG DESK INSTALLATION 
AND CCTV RELOCATION. IF MATERIALS NOT ON SITE, WILL 

DO NON-CONDUIT PORTION OF ALARM INSTALLATION AT THAT 
TIME. 
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